DOCKETED ITEMS       41
8503260060 Forwards Insp Rept 50-263/85-06 on 850204-08.No violations noted, PAPERIELLO.CJ. Region 3, Office of Director. 85/03/01. LARSON.C.E. Northern States Power Co. 2pp. 29517:251-29517:259.
-8503260066 Insp Rept 50-263/85-06 on 850204-08.No violations or deviation noted.Major areas inspected:radiation protection program.including organization & mgt control.training & qualifications & external exposure control.
GRANT W.B., GREGER.LF Region 3, Office of Director. 85/03/01. 7pp. 29517:253-29517:259.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures.'1 Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503080369 Forwards Insp Rept 50-263/85-07 on 850204-08 & notice of violation. SPESSARD.R.L  Region 3,  Office  of Director.  85/03/04.  LARSON.C.E.  Northern States Power Co. 2pp. 29274:221-29274:232.
-8503080372 Notice of violation from insp on 850204-08. SPESSARD.R.L. Region 3, Office of Director. 85/03/04. 1p. 29274:223-29274:223.
-8503080375 Insp Rept 50-263/85-07 on 850204-08.Noncompliance noted: failure to retain scram timing recorder trace records.
RESCHESKE.P.R., LANKSBURY.R.D., RING.M.A. Region 3, Office of Director. 85/02/ 28. 9pp. 29274:224-29274:232.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503120467 Forwards Insp Rept 50-263/85-05 on 850204-08 & 12-13.NO noncompliance noted.
PAPERIELLO.C.J. Region 3, Office of Director. 85/03/07. LARSON.C.E. Northern States Power Co. 2pp. 29313:082-29313:090.
-8503120471 Insp Rept 50-263/85-05 on 850204-08 & 12-13.No noncompliance or deviation noted.Major areas inspected:disposal of low level radwaste.mgt controls.QC.implementation of waste form, waste classification requirements & lao QC.
ROZAK.S., JANUSKA.A., SCHUMACHER.M.C. Region 3. Office of Director. 85/03/06. 7pp. 29313:084-29313:090.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. f08pp. 29480:340-29481:084.
8503180354 Forwards Insp Rept 50-263/85-03 on 850205-0305.No noncompiiance noted.
WARNICK.R.F. Region 3, Office of Director. 85/03/13. LARSON.C.E. Northern States Power Co. 2pp. 29383:061-29383:066.
-8503180359 Insp Rept 50-263/85-03 on 850205-0305.No noncompliance or deviation noted.Major areas inspectedonsite review committee,operational safety & spent fuel shipment. BOYD.D.C. Region 3, Office of Director. 85/03/13. 4pp. 29383:063-29383:066.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. f02pp. 29495:120-29495:221.
8503260537 Forwards Insp Rept 50-263/85-0 on 850307 & 11-14.No noncompliance noted.
HARRISON.JJ. Region 3, Office of Director. 85/03/20. LARSON.C.E. Northern States Power Co. 1p. 29506:331-29506:348.
-8503260542 Insp Rept 50-263/85-0 on 850307 & 11-14.No noncompliance or deviations noted.Major areas inspected:welding during replacement of recirculation & RHR sys piping & licensee actions re Part 21 item.
WARD.K.D., DANIELSON.D.H. Region 3, Office of Director. 85/03/19. 15pp. 29506:332-29506:348.
8503270391 Forwards Rev 5 to "ASME Code.Section XI Inservice Insp & Testing Program for Second 10-Yr Insp lnterval.810630- 910629." Listed addl changes being made to program manual, per Relief Request 66.Fee paid.
MUSOLF.D. Northern States Power Co. 85/03/22. Office of Nuclear Reactor Regulation, Director. 2pp. 29523:190-29523:214.
-8503270402 Rev 5 to "ASME Code.Section XI Inservice Insp & Testing Program for Second 10-Yr Insp lnterval.810630-910620." * Northern States Power Co. 85/03/22. 23pp. 29523:192-29523:214.
R. Periodic operating reports & related correspondence
8503010452 "Radiation Environ Monitoring Program, 198i." W/820329 Itr. HUEBNER.LG. Hazleton Laboratories America, Inc. 81/12/31. 56pp. 29185:169-29185:226.
8503040006 "Effluent & Waste Disposal Semiannual Rept,Jan-June 1982." W/820830 Itr.
*  Northern States Power Co. 82/06/30. 12pp. 29194:303-29194:315.
8503050038 Forwards "Effluent & Waste Disposal Semiannual Rept, Jan-June 1983" & Rev 3 to "Monticello Nuclear Generating Plant Offsite Dose Calculation Manual." MUSOLF.D. Northern States Power Co. 83/08/30. Region 3, Office of Director. 1p. 29222:040-29222:067.
-8503050042 "Effluent & Waste Disposal Semiannual Rept,Jan-June 1983."
*  Northern States Power Co. 83/06/30. 16pp. 29222:041-29222:056.
-8503050045 Rev 3 to "Monticello Nuclear Generating Plant Offsite Dose Calculation Manual."
JACOBSON.R.D.. FEY.F.L Northern States Power Co. 83/04/21. 6pp. 29222:057-29222:062.
-8503050048 Rev 3 to "Monticello Process Control Program for Waste Solidification."
*  Northern States Power Co. 83/06/30. 5pp. 29222:063-29222:067.
8503140456 "Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1984." W/850301 Itr. FEY.F.L Northern States Power Co. 84/12/31. 21pp. 29377:322-29377:342.
8503150289 Monthly operating rept for Jan 1985.W/850211 Itr, MYRABO.A.L., MUSOLF.D. Northern States Power Co.
29394:219.
85/01/31. 5pp. 29394:215-
S. Reportable occurrences, LERs & related correspondence
8503050105 Requests comments re GE supplied movable inner filters for CRD mechanisms w/incorrect sizes.Measures taken to prevent recurrence of shipment of incorrect filters & other incorrectly labeled parts requested.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. GRIDLEY.R.L General Electric Co. 3pp. 29243:354-29243:356.
8503080098 LER 85-003-00:on 850129,EFT sys (control room HVAC) transferred to toxic chemical emergency mode.Caused by spurious trip of hydrogen chloride monitor AT-9036.Monitor reset & sys returned to normal operation.W/850228 Itr. HAMMER,M.F., MUSOLF.D. Northern States Power Co. 85/02/28. 3pp. 29283:230-29283:232.
8503060547 LER 85-004-00:pn 850201.during quarterly valve exercising, flow established through RHR intertia line while reactor in run mode.Caused by improper procedure. Procedure revised. W/850301 Itr.
NELSON.J.,  MUSOLF.D.  Northern  States Power Co.  85/03/01.  3pp.  29248:116-29248:118.
8503120386 LER 85-005-00:on 850210.EFT sys (control room HVAC.Sys Code VI) automatically transferred to toxic chemical emergency mode as result of failure of tape drive mechanism of chlorine monitor AT 9046B.Caused by jamming.W/850308 Itr. HAMMER.M.F., MUSOLF.D. Northern States Power Co. 85/03/08. 3pp. 29315:119-29315:121.
DOCKET 50-265 QUAD CITIES STATION, UNIT 2
F. Security, medical, emergency & fire protection plans
8503250218 Corrected Page 9 to Rev 3 to Emergency Planning Procedure TSN-EOF-1, "Initial Activation of Recovery Staff."
*  Commonwealth Edison Co. 84/06/30. 2pp. 29492:103-29492:104.
8503270408 Rev 5 to "Quad Cities Emergency Plan Annex." W/850301 Itr. LICARI.K. Commonwealth Edison Co. 84/12/31. 63pp. 29523:218-29523:280,
8503130492 Forwards Meeting Repts 50-237/85-02.50-249/85-02, 50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07, 50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen EllynJL PAPERIELLO.CJ. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505   Meeting   Repts   50-237/85-02,50-249/85-02,50-254/85-03,   50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85*03.Major areas discussed:emergency preparedness. PLOSKI.TJ. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8503040436 Forwards Rev 16 to Dresden.Rev 20 to LaSalle.Rev 17 to Quad Cities & Rev 14 to Zion security plans.Revs address changes to sygnetron sys,Revs withheld (ref 10CFR73.21).
FARRAR.D.L Commonwealth Edison Co, 85/02/25, Region 3, Office of Director. 1p. 29178:356-29178:356.
8503040366 Forwards rept of 840828-29 joint exercise of radiological emergency response plans of State of lA.CIinton & Scott Counties.Permanent record dosimeters will be moved into Scott County to correct deficiency, KRIMM.R.W, Federal Emergency Management Agency. 85/02/28. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29177:227-29177:293.
-8503040373 Exercise rept of 840828-29 ioint exercise of radiological emergency response plans of State of lA.CIinton & Scott Counties.Remedial exercise unnecessary.
*  Federal Emergency Management Agency. 84/10/24. 64pp. 29177:229-29177:293.
8503080380 Requests scheduler exemption from requirements of 10CFR50.48 to complete mods consisting of addl suppression & detection & upgrading of fire barriers & emergency lighting.Fee paid.
RYBAK.B. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 11pp. 29274:236-29274:246.
8503120451 Advises that 850225 Rev 17 to security plan consistent w/provisions of 10CFR50.54(p) & acceptable.
AXELSON.W.L Region 3, Office of Director. 85/03/07. FARRAR.D.L Commonwealth Edison Co. 2pp. 29316:072-29316:073.03010448 IE Info Notice 85-017. "Possible Sticking of ASCO Solenoid Valves." list encl.
